THEATER OF UNIVERSAL IMAGES 
Clarence C. Lilley, Executive Producer 


A Christmas Musical 


SYMPHONY HALL STAGE 
ber 29 & 
ber 1 (8:00 P.M.) 


TUI 1020 Broad Stree lersev 201 TEOR-NAN7 


